Approved For ReCMfVD«l*IAfe82 -°°^j^ 0550 




COUNTRY. 
TOPIC 


CLASSIFICATION — 2 
Soviet Zone of Germany 


Electric Power p Tints and Power Supply in Land 5azony~ Anhalt 


DATE OF CONTENT- 


REFERENCES- . 


.Joptinbcr 1949 


25X1 DATE PREPARED 14 3^1Z-1£50 
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REMARKS. 



mm 


lc jn .iest amber 1940 , ■ the power supply situation in Land saxony- 
Anhalt was as fellows; 


power J .'.ant 


Monthly 

Production 

(in •"••'7.H* ) 


Monthly plant 
iiequlrements 

(in Kn.t7«H<.) 


Bitterfvld - 89, 

vV’olfei* piint 

S'dctoj'/ 14 

•,’olfen v ilm 

Pact cry 23 

schltopau 71 

Launa 62 

Douben 3b ; 

Theisaen 7 , 

jrschterstedt 2?3, 

\rnsdorf „ 

Zislebeii district 
^lice 1 1, •’uacheln 2 
Bruckdorf , 

Baale iistrict 
at^ven r 

iilialebeB district 


178,041. ,7 36,836,316, 


: 087,275 

1,400,000 
,;i77 } 80fi.6 
1,263, 40 8 • 'J 

» ,803,58:6. 3 
\ 355, 94.1.7 
! , 467 , 60*3 . 3 


9,668,175 

9 .77,255 
? ;j.7c5 9 453„3 
40, 516, 457. ,5 

3.786.642.7 

3.664.131.7 
3.556,682.3 


995,533.3 2,090,855.8 

,539,508.3 1,737,209.1 


439,183.3 

166,275 


410,533.3 

586,025.8 


Power supplies 
to the Public 
System 

(in K»~.y«H« ) 

30,737,065 


294,350 

328,048.3 

4,224,998.3 

12,945,022.5 


Total; 308,6 mill. 225,1 mill 


48,5 mill . * 
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_£SJ22£* Ail power plants imported are located in 

wib Land aaxony-Anhalt, vjhicH, after Saxony, ia the second 
most important power-producing Land of the -ovie t zone. 

The following power plants are assigned to Soviet corpora 1 * 
tlons: 


plants? installed capacity 


ftitterfeld power 
plant 

’•/olfen paint fac~ 

tory power plant 

VJolfen film factory 

power plant 

Bchkopau 

Leuna 

Deuben 

Concordia p ower 
plant near 
L'achterstedt 

Total : 


190.000 kw„ 

32.000 kw 

50.000 kw 

140.000 kw 

126.000 kw 

50,000 kw 


48,000 kw 
S3d,00C kw 


Capacity ready for 
operation 


160.000 kw 

25.000 lew 

40.000 kw 

120.000 kw 

80.000 kw 

40.000 kw 


41,000 kw 
"E"c6 , ooo kw 


The f ol.lovd.ng power plants are nationalized 
zonal administration? 


and under 


Plants 


Theissen power plant 
Arnsdorf 

iSlise II Hueoheln 


installed capacity 


30,000 kw 
5,eoc kw 
5,500 kw 


Capacity ready 
for operation 

22,000 kw 

3.000 kw 

1.000 kw 


The last two power plants mentioned are communal plants. 


Coordinates 


Bitterfeld 
■'"olfen 
achkopau 
Leuna 
Deuben 
Theisson 
Daehterstedt 
-krnsdorf , sisleben 
district 
iiuecheln 
Bruckdorf 
-> ted ten 


■ 52/-S 14) 

52 A i4) 
(A. 52/0 91) 

(K 52/0 91) 
(1.; 52/k 03) 
{ il 52/i, 08) 
52/d 46) 

U 52/D 63) 
(L 52/D 80) 
U: 53/0 92) 
U 52/d 72} 
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